Section Subject 
P70.60540 Station Control Cireuit 
70.605.08 Automatic Address Circuit 


‘Symbols Used in Relay Function Charts 
[RE Stgnition that & Operates 

[E™ stgnistos that A Operates and Locks 

LA. Stgnitioe that A Releases 

Signifies that A Is Operated 

© signitios that’ A Is Operated; now Locks 

A Signitien that A Is Released 

[FS siguition that Polar Relay P Operates to Ite Spacing Contact 
TF™ stgnttinn that Polar Relay P Operates to Ite Marking Contact 
[F? stgnttion that Polar Relay P Operates to Tee Ho. 3 Contact 
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